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SOURCE O79 
6 AFRTL 88 
PROJECT "SOL" 


DURING THIS SESSION, IT WAS [N A CIRCULAR AREA OUTDOORS WITH a 
ke 


A LOT OF TREES, I WAS AWAY FROM THE CITY. gee 

IT SEEMED AS THOUGH THE TWO GROUFS CAME TOGETHER AND sTarRTep *,, 
A FIRE. 1 COULD SEE ONE GROUP BACKING AWAY FROM THE FIRE. I Do i 
NOT ENOW IF THESE MEN WERE BACKING AWAY BECAUSE OF THE FIRE OR IF 


THEY WERE BACKING AWAY BECAUSE OF AN EXFLOSION WHICH CAUSED THE a 


FIRE. THIS GROUF WAS NEAR A VERY SMALL. BODY OF WATER, tC THINK 
SOME OF THE MEN WERE HARMED. 
{OPELT THAT THE FIRE WAS INTENTIONAL. A 
T THEN FELT THAT I WAS IN A VERY NICE SMALL OFFICE WITH oy 
BROWN DESE. BESIDE THE DESK, ~I SAW A VERY SMALL TABLE AND 
SITTING GN THE TABLE WAS A BOOK AND A GLOEE, I HAD THE FEELING 
THAT ONE MAN WOREED HERE AND HE COULD HAVE BEEN FARTIALLY 
RESPONSIBLE FOR THE EVENT. HOWEVER, I ALSO HAD THE FEELING THAT 
THIS OFFICE WAS VACATED AND THE MAN WAS NOT HERE AND THIS FELT 


STRANGE TO ME, 


COHAD THE FEELING THAT I WAG IN ERUAWT TE. 
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